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I. A Letter from the Rev. Henry Miles 
£>. D. F. R. S. to the Prefident, concern- 
ing the Storm ©/"Thundgr, which happen d 
Jun&i2. 1748. 

SIR, 

Read June 23.T BEG Leave to communicate to you and 
'748- J^ t0 j^g R O j,0[ Society fome Account of 

the Effects of a Thunder-Storm, on two adjoining 
Houfes, at Stretham in Surrey , the 12 th Inftant, a 
little after 5 in the Morning. 

The preceding Day had been remarkably hot, and 
in the Afternoon very cloudy, with the ufual Indi- 
cations of an approaching Storm, in the Evening. 
At 9 at Night, the Wind Southerly, my Barometer 
flood thus ; one, which is the moft fenfible, at 29 
Inches -£> 7^5 ; the other at 30. ^ o. The Ther- 
mometers (of Sijfons Construction) one without- 
doors, at 43 Degrees, another within, at 40 Degrees 
above o. or the freezing Point. 

At one next Morning, a Perfon apprehenfive of 
the Thunder, upon looking out at Window, was 
furprized to find an unufual clear Sky, every-where 
equal to what is obferved in frofty Weather, or 
after a high Wind, except that in a few Places fome 
Thunder- Clouds lhewed themfelves juft above the 
Horizon. 

At 2 we heard Thunder at a Diftance : At half an 
Hour paft 3, when I got up, I perceived the Storm 
approaching apace from the South, where the Wind 
then was, but the darker Clouds feemed to bear off 
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chiefly to the Eaft and Weft of us, fo that I did not 
think we fhould hear of any Mifchief near us. At 
4 we had a fmart Shower of Rain, and about 5 
two loud Claps of Thunder over our Heads, but 
pretty high ; the Lightning was very pale, and the 
Flafh.es large, defcending in a fpiral Form, alrnoft 
perpendicular to the Horizon to the Eaftward of 
us which is the Situation of Stretham, and at about 
2 Miles diftarit from us. At a little before my Ba- 
rometers ftood thus, 29. fz rlo' anc * 3°- 1^ T§o > and 
continued fucceffively riftng and falling during the 
Storm, but very inconsiderably. 

Upon hearing two Houfes were damaged, fituate at 
the Foot of the Hill on which the mineral Wells are, 
fronting the laft, by the Wood-Side, I v/ent next 
Day to view them. The Houfe to the South, which 
is a public Houfe kept by Mr. Howard, feem'd to 
have received the greateft Shock. Some of the Fa- 
mily being up, the front Door ftood partly open, 
when the Storm began: The upper half was of Glafs, 
fram'd like a Saftv Window, having two Aiding Shut- 
ters, one on each Side, which had not been taken 
down. The Glafs between them was fhatter'd to)Pieces, 
but the Shutters no-ways touch'd, except that a Nail 
in one of them was fore d in a little way. To the 
Door-Poft, on the left Hand, hung by an iron Pin 
an iron Bar, which ferVed to fallen the Door at 
Night : This Pin was driven out of the Poft, and the 
Bar confiderably bent, and in divers Places melted 
in fmall Spots, as were the Hinges of the Door, 
chiefly upon the Edges in both; and the Door-Poft 
fplit. A Sheet of Lead on the Pediment, or Shel- 
ter over the faid Door, was raifed, and partly rolled 
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up at one Corner j the Cornice underneath being 
torn off without being fplit, a good Part of the Tile- 
ins? near the Eaves and over the Pediment was 
loofened, and fomc Tiles beat off, and the Lathing 
and fome of the Moldings of the Windows had 
taken Fire. 

In a Bed-Chamber fronting the Road, on the fe- 
cond Floor where Mr. Howard lay, three Boards 
of the Lining of the Room, on the Eaft Side, 
were driven inwards five or fix Inches at one 
End ; but at the other the Nails were a little loofened 
only. In a Garret over this Bed- Chamber, the up- 
per Part of a Bcd-Poft was fhiver'd 5 and nearly over 
where this Bed flood, a large Hole was broke in the 
Roof, on the Weft Side, juft by where one of the 
Chimneysgoes up; the Chimneys having all additional 
Funnels of Brick- Work on the Top, of a roundifh 
Form, and plafter'd : Thefe were (truck, and in- 
clin'd to the North, efpecially that which was on 
the South End of the Houfe, the Plafter being beat 
off, and fome of the Bricks broke down. There 
were about 13 Perfons in this Houfe, none Of which 
received any Hurt; tho' a Lad, who was in the 
Kitchen, into which the Door open'd, before-men- 
tion'd, and the Window of which (near where he 
was (landing) had feveral Panes of Glafs broke, 
mud certainly be much expofed. He informed me, 
among other things, that the Fire flew about him 
in Sparks, like thofe which fly out of burning Char- 
coal, but larger, and mapping as they do. Some 
Pieces of Glafs were fhewed me, which I found to 
have been melted, one of which I take the Liberty 
of laying before you. 
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The adjoining Houfe, inhabited by Mr. Figgins, 
had the Plaftering beat off in the Front in Patches, 
and one of the Chimneys crack'd for a great Length. 
In the Kitchen Window-Frame, one of the crofs 
Pieces, near the middle of the Window, had a Chip 
ftruck off from it about 5 Inches in Length, and atone 
End about a Quarter of an Inch thick, but thin at the 
other, and near the Width of the Frame, but none 
of the Glafs broke, nor the Lead bent, tho' in a 
manner contiguous with the Splinter beat off. The 
fame thing happen'd to a Parlour- Window, on the 
other End of the Houfe; both the Shivers were 
found dire&ly oppofite to the Windows, at ten or 
twelve Yards diftant in the Road. 

In a fmall Garret (which is next to Mr. Howard's 
Houfe) where two Maid-Servants lay, the Plaifter 
was broken, to Appearance, inwards, on oppofite 
Sides of the Room, and near the Feet of the Bed, 
•which ftood on each Side about three Quarters of a 
Yard from the Wall. The Breach on the Eaft Side, 
near a Window (fome Panes of the Glafs of which 
were broken) was oppofite to the Vailings of the 
Bed, which were finged, and a Hole burnt thro* 
them big enough to receive the End of ones fore 
Finger. On the oppofite Side, juft by the Chim- 
ney^ another Breach was made, of the fame Height, 
in the Wall, which was continued downwards for 
about a Yard, but the Curtains not at all finged. 
Direftly againft this Breach, one of the Maids (who 
had got up) fat on the Bed's Side, who was inftantly 
ftruck down, but received no Hurt : Upon enquiring 
of her, whether flic feemed to receive a Blow on 
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any particular Part of her Body ? fhc replied, flic 
was ftruck all over alike. 

But the mod remarkable, tho' the leaft terrible 
Effect, appeared on the Frame of a Panncl of Wain- 
fcot, about five Feet long, and about one and a 
half wide, in the Parlour fronting the Eaft : On 
this Pannel a Landfcapc is painted, and the Mould- 
ing belonging to it had been gi!t, but on the lad 
painting the Room, the Gilding was covcr'd with 
the fame Paint : That which covcr'd the gilt Mould- 
ing was fl ripped off in irregular ragged Streaks 
throughout, fo that the Gilding appeared as frefh as 
it may be thought to have look'd when it was 
painted at firft : And as the Gilding docs not feem 
to have been affected, fo neither does the Paint ap- 
pear to have been crack'd any where, but where the 
Gilding lay under. 

If it be fuppofed, that the Lead in the Paint was 
melted by the Lightning, it will be difficult to ac- 
count for it, that it fhould not at all affeEt the 
Paint contiguous with that which was upon the 
Gilding ; tho' wc fuppofe a Refiftancc to have been - 
made by the Leaf-Gold, and to have contributed 
to the producing the mention'd Effects. But fear- 
ing I have been already too prolix, I ask Leave to 
fubferibe myfelf, with the greateft Relped, 

SIR, 

Tour and the Royal Society'* 

Tooting, June 23. 

1 748 . mqfi humble and mofi obedient Servant? 

H. Miles. 
II 
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